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6 June 1949 


MEMORANDUM FOR: Captain John N. Ople, III, USN 
Room 2616 Main Navy Building 
Washington, D. C. 


Transmitted herewith, in duplicate, is copy of 

nyr remarks before the Budget Advisory Committee on 31 fey 1949. 
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a. H. lilLLENSOSTTHS 
Rear Admiral, USN 
Director of Central Intelligence 


RHH/c ^ 

DCI file w/ cy end 
Central Records — ^w/o 




) 


aeDakEaT kS: 


:'sg w plass. ^ 

; j J' / 

BATEjillsSl—aEVIEWEIt-L 




Approved For Release 2003/06/13 : GlA^f $9pij|31^^800150026-4 






